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SUBJECT: IAEA TECHNICAL COMMITTEE ON PNE, JAN. 20-24 
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1. IN ADDITION U.S. PARTICIPANT (FLEMING) AND OBSERVERS 
NOMINATED REETEL EOR SUBJECT MEETING, MISSION ALSO RE- 
QUESTED NOMINATE AS OBSERVERS ROBERT HARD (KENNECOTT 
COPPER CORP.) AND JOSEPH B. KNOX (LLL). 

2. FOL ARE TITLES OF U.S. PAPERS WHICH HAVE BEEN SELECTED 
TO DATE FOR PRESENTATION AND NAME OE INDIVIDUAL PLANNING 
PRESENT PAPER: 

A. GENERAL STATEMENT ON THE U.S. PROGRAM - FLEMING 

B. PROJECT RIO BLANCO PART I: NUCLEAR OPERATIONS 
AND CHIMNEY REENTRY - NORDYKE 
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C. PROJECT RIO BLANCO PART II: PROJECT SCIENTIST'S 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 05 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 


SUMMARY REPORT - HOLZER 

D. NUCLEAR IN-SITU RECOVERY OE OIL EROM OIL 
SHALE - LEWIS 

E. IN-SITU LEACHING OE A NUCLEAR RUBBLIZED COPPER 
DEPOSIT - HARD 

E. CALCULATIONAL TECHNIQUES FOR ESTIMATING 
POPULATION DOSES FROM RADIOACTIVITY IN 
NATURAL GAS FROM NUCLEARLY STIMULATED 
WELLS - ROHWER 

G. POTENTIAL PATHWAYS TO MAN FOR RADIO- 
NUCLIDES FROM CONTAINED APPLICATIONS OF 
PEACEFUL NUCLEAR EXPLOSIONS - SCHWARTZ 

H. CUEX METHODOLOGY FOR ASSESSING RADIOLOGICAL 
IMPACTS IN THE CONTEXT OF ICRP - ROHWER 

I. POTENTIAL PATHWAYS TO MAN FOR RADIONUCLIDES 
FROM EXCAVATION APPLICATIONS OF PEACEFUL 
NUCLEAR EXPLOSIONS - SCHWARTZ 

J. MODELING THE DOSE TO MAN FROM EXPOSURE TO 
TRITIATED WATER VAPOR - KNOX OR SCHWARTZ. KISSINGER 
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